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ODP-83-817 
18 July 1983 


MEMORANDUM FOR: Chief, Supply Management Branch, 
Supply Division, OL 


THROUGH : Chief, Automatic Data Processing and Engineering 
Branch, Procurement Division, OL 


Chief, Management Staff, opp 


ontracting icer 


Consolidated SAFE Project Office, 
Special Projects Staff, ODP 


SUBJECT: Disposition of Excess SAFE Burroughs ADP 
Equipment 


1. This memorandum requests four of the SAFE (Support for the 
Analysts’ File Environment) Project's excess Burroughs computer 
systems, which are returning Government-Furnished Equipment (GFE) 
under TRW Contract 79B353800, be released to the General Services 
Administration (GSA) for placement in another Government agency. 
Property-Turn-In requests (forms 1707) are attached. 


BACKGROUND 


2. TRW, the Consolidated SAFE Project development contractor, 
awarded a contract to Burroughs Corporation in 1980 to provide the 
SAFE hardware. In mid-1982, the Director of Central Intelligence 
and the Director of the Defense Intelligence Agency (DIA), upon 
the recommendation of an interagency audit team, redirected the 


SAFE development effort to a less risky approach. The new 


approach builds upon the existing software of CIA's operational 
Interim SAFE. capability. Interim SAFE runs on IBM-compatible 


'. hardware and, therefore, the Burroughs systems are excluded as 


potential SAFE hosts. TRW was directed to terminate the Burroughs 
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SUBJECT: Disposition of Excess SAFE Burroughs ADP 
Equipment 


Corporation contract to provide the SAFE hardware and return the 
acquired Burroughs ADP systems to the Government for disposition. 


3. The final settlement of the TRW-Burroughs contract was 
negotiated in January 1983. This has resulted in a transfer from 
TRW inventory to Government-owned inventory of ten SAFE Project 
B6900 computers and one dual B7800 computer. The final settlement 
agreement also committed the Government to a "best effort” attempt 
to place the excess SAFE inventory within the Intelligence 
Community (IC). This placement effort has been active since 
mid-1982, shortly after the redirection, and has resulted in the 
the placement of seven of the available eleven systems. The "best 
effort" IC placement obligation imposed upon the Government by the 
terms of the negotiated settlement with Burroughs Corporation is 
now satified and the remaining unplaced Burroughs systems can be 
made available to GSA for disposal. 


4. Please request GSA to announce the availability of the 
systems through their ADP resources reutilization program. Three 
of the four unplaced Burroughs systems are currently being stored 
in a commercial storage facility in the Los Angeles vicinity 
awaiting disposition. These systems were utilized for only a 
short period of time and are in essentially new condition. 
Burroughs Corporation has not made delivery of the fourth system 
which is currently located at their Paoli, Penn. facility. 
Because the four systems are in storage, they will not be 
available for viewing prior to their transfer to other Government 
agencies. 


5. The equipment sanitization certification of the three 
systems located at the Torrance, California facility has been 
completed by the Information System Security Group of the Office 
of Security and will be provided to Supply Management Branch upon 
receipt. The system at Paoli, Penn. has never been utilized by 
TRW or the Government and need not ‘be certified. 
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SUBJECT: Disposition of Excess SAFE Burroughs ADP 
Equipment 


6. Because the commercial storage charges for the equipment 
are approximately $3,000 per month, expeditious handling of this STAT 
action is requested. Thank you for your help on this matter, if 
there are further questions, please do not hesitate to call me on 


swt [| 


PTI Form Attachments: DCNs 6057-83154-182 
6057-83154-183 
6057-83154-184 
6057-831540185 
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SUBJECT: Disposition of Excess SAFE Burroughs ADP 
Equipment 


DISTRIBUTION: 


Orig - Addressee w/att 
- C/ADP&EB/PD/OL  wfatt 

- C/MS) wo/att 

- C/LOG/ODP w/att 

- D/ODP wo/att 

- C/SPS wo/att 

C/P&PG wo/att 

- CO/CSPO/SPS w/att 

- ODP Registry wo/att 

- MS Chrono wo/att 

- SPS Chrono wo/att 

- SAFE Excess Equipment Burroughs (NS Subject File) w/att 
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-CENTER 


65-6206 TAT 


PICK-UP DATA 


1. Stectitty code for each Item must be shawn. 


2. Reference the original DCN for items being retumed from ‘‘on loan''. 


3. Provide necessary information in remarks section below to insure safe 
hendling and economical disposition of aff items. 


STOCK NUMBER 


NOMENCLATURE 


ROOM NUMBER AND BUILDING 
TRW, INC. 
Torrance, California 


STAT 


PERSON TO CONTACT 


DEPOT/SMB 
ACTION 


TO BE COMPLETED 
BY TURN-IN OFFICE 


Burroughs B6930 MINIComputer ics it rae aL 
System with Standard Features, 

SN #109398503 STER, CODE S-asC 

Disk Controller, B9387-44, Se nog ty 
consisting of B6389~2 Controller, 1 

SN 142261965, and B7387-2 Exchange,| *™&* °° peers 

oh. 142247402 fame Pi se a Sime 7 COND. CODE| QUANTITY 


SN 195986385 


Data Bank, B9494-41 


1 


STER. CODE 


0 


EA 
UNIT PRICE S-A-c 


B9484-51 
SN 195978952 ' 


| 


Dual Disk Pack Increment, 


QuANTITY 


1 


STER, CODE 


UNIT COND. CODE QUANTITY 
EA a 
Beier ail a. 
DOO 


B9 499-52 
SN 101608149 


Magnetic Tape Controller, 


QUANTITY 


1 


STER. COOE 


i o< 
UNIT PRICE B-Aa-C 
Q44 


1600 BPI, 
101110674 


SN 780593004 


Magnetic Tape Unit, B9495-82, 
SN 101110682, 


Line Printer, B9247-14, 


QUANTITY 


2 


UNIT COND. CODE QUARTITY 
EA 
te - ee el oo 
0 5,280 
QUANTITY UNIT CONDO, rope QUANTITY 
1 
fared rd a I 


REMARKS BY INITIATING OF FICE: (include information on condition of each item, recommendation for additional uee, special eecarity: pone ideraions: etc.) 
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Internal » “System 
ID: TRW. #2 


"os a ENTAYZTR Y 


100017-2 


CHIEF, SUPPLY CIVIBION, OL 


rd 


noe RTERS xa 


T RESPONSIOL E OFFICER APPROVING OFFICER (if required) reer | ee TELEPHONE {cost CENTER 


NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA 


ROOM. NUMBER ANDO BUILOING 


1. Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan 
3. Provide necessary Information in remarks section below to insure safe PERSON TO CONTACT Se TEL EPHONE 
handling and aconomical disposition of all items. 


(TEM TO BE COMPLETED DEPOT/SMB 
NO, STOCK: NUMBER NOMENCEATURE BY TURN-IN OFFICE ACTION 
PEE, oes a QUANTITY UNIT COND. CODE QUANTITY 
//LAST ITEM// = 
STER. CODE UNIT PRICE 3.5. COOE S-aA-C 
Se EEE EEE QUANTITY | UNIT COND. COOE | quantity 
STER. CODE UNIT PRICE 5.5. CODE S-a-c 
a a . “7 a “aX us 5, - es Quantity | untt «| ~CoNnd, Cope | Quantity 
F It has been determined that ADH 
= . % STER. COOE | UNIT PRICE S-A-C 
TA G | 5 
QUANTITY COND. Cove | QUANTITY 
DATE 
STER. CODE UNIT PRICE S-A-€ 
“ QUANTITY COND. CODE | QUANTITY 
STER. CODE UNIT PRICE B-A-C 
: QUANTITY COND. CODE | QUANTITY | 
STER. CODE UNIT PRICE S-a-¢ 
“ers QUANTITY COND, CODE | QUANTITY | 
ee ee = 


REMARKS GY INITIATING OFFICE: (include information on conditton of each item, recommendation for edditional uee, especial security coneideratione, etc.) 


as ; DEPOT — CLASSIFICATION. REPAIR ANDO DISPOSAL. Sec eld 
RECEIVING OFFICER EXCEPTIONS ANG/OM. REMARKS, : 


: : ; TECHNICAL INSPECTION 
OATE (NSPECTED BY REMARKS 


tee 


Petit all ae SUPPLY MANAGENENT BRANCH, SDisPoMTON. INSTRUCTIONS 
ciseouTion APPROVED = §0/ sme APPROVED FOR DIsPOsAL . 
RAYE iain "AP AVEG'F or Release 2009/08/16 : CIA-RDP90-00992R000100100017-2 
CHIEF, SUPPL Y DIVISION, OL 


any 


FORM j997 vee encvious 


Rea 


% Sas 


’ 
ss 


PICK-UP DATA _ 


is } 2.3 - : ss iS wo af : in me as SR air Sy Ale take eg . 
STOTT A (aman el COST CENTER 
|"eyaan_| opp it |_| es-ez08TAT 


ROOM NUMBER AND BUILDING 


1. Sterility code for each item must be shown. 


TRW, INC. 


2. Reference the original DCN for items being returned from ‘‘on loan’. Torrance California 
f 


handling and economical disposition of all items. 


3. Provide necessary information in remarks section below to insure sofe PERSON TO CONTA SHO . 


TO BE COMPLETEO 
BY TURN-IN OFFICE 


NOMENCLATURE 


DEPOT/SMB 
ACTION 


QUANTITY 


//LAST ITEM// 


ee ae! 


Burroughs B6930 MINIComputer ey tae 
System with Standard Features, 
ISN #109414623 pe ee Poe e 
Disk Controller, B9387-44, . ee ee Ronertone | “ayanyire: 
consisting of B6389-2 Controller, 1 | 
SN 142266253, and B7387-2 Exchange | 775 °° $232 (FORE SrAte 
61lo08soq se see tet Nin aes Paes 
Data Ban ? B949 4-4 Ll " QUANTITY UNIT COND, CODE QUANTITY 
SN 195986788 1 EA 
STER. CODE UNIT PRICE S-A-C 
Magnetic Tape Controller, B9 49 9-51, QUANTITY unit COND. CODE |. QUANTITY 
SN 101603223 including B9499-10 EA 
Electronic Exchange STER. CODE UNIT PRICE s-a-c 
0 
Magnetic Tape Units, B9495-82, woes cia el 
1600 BPI, SN 101094670, 
10 1093995 STER. CODE B-A-C 
0 
Line Printer, B9247-14, Seren Soe ee 
SN 780992004 1 
0 | 9,900 _ 
QUANTITY ae ee QUANTITY 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional uee, special security considerations, etc.) 


RECEIVING OFFICER. 


Internal System 


All; items. in new condition ID: TRW #3 


DEPOT — CLASSIFICATION REPAIR;AND DISPOSAL SECTION 
‘EXCEPTIONS AND/OR REMARKS 


~e SUPP 


wo le 


CHIEF, SUPPLY. DIVISION, OL 


w,. 


‘. i Ty oi ae A : mo Ai . wu : a 4 x : 
RESPONSIALE OFFICER ig APPROVING SericER at railed an eam TiCernone cost CENTER 


NOTE: SPECIAL INSTRUCTIONS i PICK-UP DATA 


. ROOM NUMBER AND BUILDING 
1. Sterility code for each item must be shown. 3 u 


2, Reference the original DCN for items being returned from ‘‘on loon" 
3. Provide necessary information in remarks section below to insure sofe PERSON TO CONTACT or TELEPHONE 
handling and economical disposition of all items. 


ITEM To BE COMPLETED DEPOT/SMB 
T 
No. STOCK NUMBER NOMENCLATURE BY TURN-IN OFFICE ACTION 
i pity sts QUANTITY UNIT COND. CODE QUANTITY — 
It das been: determined that ADP 
items (= tts 
SS a ee STER. CODE UNIT PRICE $.$. CODE S-A-C 
DATE excess to Agen 
eae ee “quantity | UNIT | COND. CODE QUANTITY 
STER. CODE “UNIT PRICE $8.8. COOE S-a-c 
i a quantity | unt? «| cowo. cone} Quantity | 


STER, COOE UNIT PRICE S-A-C 
QUANTITY CONGO, CODE QUANTITY 
STER, CODE UNIT PRICE S-A-C 
QUANTITY COND. CODE | QUANTITY 
STER. COOE UNIT PRICE B+A-€ 

| aan 

5 QUANTITY COND. CODE | QUANTITY 
STER. CODE UNIT PRICE | - 5.5, CODE S-A-C 
QUANTITY COND. CODE} QUANTITY 


Pepe ey ~ 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, epecial security considerations, etc.) 


DEPOT — CLASSIFICATION REPAIR AND DISPOSAL se TION 
RECEIVING OFFICER | EXCEPTIONS ANO/OR REMARKS : 


7 TECHNICAL INSPECTION — 


REMARKS 


SUPPLY MANAGEMENT BRANCH — DISPOSITION INSTRUCTIONS - 


ICS ENTRY/TRANBFER CATA 


[ASPOSITION APPROVED — 80/88 APPROVED FOR DISPOSAL 
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ROOM NUMBER AND BUILDING 


TRW, INC. STAT 


2. Reference the original OCN for items being retumed from ‘‘on loan". Torrance California 
a 


1. Sterility code for each item must be shown. 


3. Provide necessary information in remarks section below to insure sofe PERSON TO CONTACT ~ EPHONE 
handling and economical disposition of all items. 


OEPOT/SMB 
ACTION 


TO BE COMPLETED 
BY TURN-IN OFFICE 


NOMENCLATURE 


STOCK NUMBER 


COND. CODE QUANTITY 


“QUANTITY 


Burroughs B6930 MINIComputer 


System with Standard Features, 1 
SN 109417220 STER. COOE 5.38. CODE S-A-C 

_ |Disk Controller, B9387-44, eae ae 
consisting of B6389-2 Controller, Viste. 7 


SN Eyer and B7387-2 epee 


0 ewe 


QUANTITY 


1 


STER. CODE 


0 


QUANTITY 


a 


16,42 


UNIT 


EA 
UNMET PRICE B-A-C 
7,200 
_ 


COND. CODE] QUANTITY 


Data Bank, B9494- 41, 
SN 195986716 


Dual Disk Pack Increment, 
B9484-51, SN 195979307 


STER, CODE UNIT PRICE B-A-c 
0 6,000 
— TT QUANTITY 


Magnetic Tape Controller, B9499-51, 
SN 101603207, including B9499-10 
Electronic Exchange 


Pea ee, 
UNIT PRICE 8.5. CODE oe 


BTER. CODE 


0) 13,944 
Magnetic Tape Unit, BY 49 5-82, QUANTITY COND. CODE QUANTITY 
1600 BPI, SN 101094647, 
101093987 STER, CODE UNET PRICE ‘ S-A-C 
a - awe tty 24280 COND. CODE QUANTITY | 


Line Printer, B9247-14, 
SN 156102741 


l 


STER. CODE UNIT PRICE B-A-C 
[puns r38M// 3,300) | 


REMARKS BY INITIATING OFFICE: (include énformation on condition of each item, recommendation for additional use, special security conaideratione, etc.) 
fe ; ‘ ye Internal System. 
2 All items in new condition . TRW: #4 


DEroL= CLASSIFICATION REPAIR AND DISPOSAL SECTION 
 EXCER TIONS: ANDZOR cor ieee 


SUPPLY MANAGEMENT. BRANCH DISPOSITION INSTRUCTIONS 


7 eet i Rou iat 


SAAPPROVED FOR O1POSAL| 


ey 


SHOPERTY Ten oocui aT 


SP 
RESPONSIBLE OFFICER 


PICK-UP. ATA 


“ROOM NUMBER ANO BUILDING 


NOTE: SPECIAL INSTRUCTIONS 


1. Sterility code for each item must be shown. 


2. Reference the original OCN for items being returned from ‘‘on loan" 


PERSON TO CONTACT e . TEL EPHONE 


3. Provide necessary information in remarks section below to insure sofe 
hondling and economical disposition of all items. 


TO BE COMPLETED DEPOT/SMB 


ETEM 
r 
NO. STOCK NUMBER NOMENCLATURE BY TURN-IN OFFICE ACTION 
ss Tae % — aes — ros QUANTITY COND. CODE QUANTITY 
e been Po esainea that ADP 
STER. CODE UNIT PRICE S-A-€ 


COND. CODE 


QUANTITY 


=3STA 


5S-A-C 


STER. CODF : UNtT PRICE 


COND. CODE QUANTITY 


8,8. CODE S-A-C 


COND. COOE QUAN TITY 


QUANTITY 


STEAM, CODE UNIT PRICE 


QUANTITY 


STER, COOE UNET PRICE S-A-€ 
~ QUANTITY COND. CODE. QUANTITY 
STER. CODE UNIT PRICE 8.3, COOE B-A-C 
Z and eas : 7 ' QUANTITY COND. CODE QUANTITY 
S-A-€ 


STER. CODE UNIT PRICE 


QUANTITY COND. CODE QUANTITY 


STER, CODE UNIT PRICE a) S-A-C 


recommendation for additional use, special security considerations, etc.) 


zB REMARKS: BY INITIATING OFFICE: (include information on condition of each item, 


DEPOT = CLASSIFICATION: REPAIR-AND DISPOSAL St (CTION 
excertcet nen ee 


Precuvive: orrigen +. 


TECHNICAL INSPECTION 


AP PHOVED FOR DISPOSAL 1Ce ENTRY/TRANGP ERGATA 3: 


[OMPOSITION APPROVED - SD/EMB 


ANeje 


§/08/16 : CIA-RDP90-00992R0001001 
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00017-2 


. 


in 


ge Jt Ut 2 
JMENT CONTROL MUM M 


6057- ber 


OATE OFFICE 
6/3/83 
PICK-UP DATA 


1. Sterility code for each item must be shawn. 


2. Reference the original DCN for items being returned from ‘‘on loan". Paoli i Pennsy lvania 


“ROOM ‘NUMBER ANO BUILDING 


Burroughs Corporation 


handling and economical disposition of all! items 


3. Provide necessary information in remarks section below to insure safe PERSON TO CONTA : = H 


DEPOT/SMB 
ACTION 


STOCK NUMBER 


TO BE COMPLETED 
BY TURN-IN OFFICE 


NOMENCLATURE 


cosT CENTER 
(eto 65-620 5TAT 


STAT 


Burroughs B6930 MINIComputer 
System with all Standard Features, 


“QUAN TETY, 


lt 


COND. CODE 


QUANTITY 


8.3. CODE 


STEER, COOE UNIT PRICE 


SN 109548214 


|Memory E Expansion Adapter, B6007-1 


“ QUANTITY — COND. COOE 


4 


IC Memory Module, B6007, 786KB 


EA 


QUANTITY 


ICC Adapter, A150, with I69-A I/F 


I/O Base Module Exchange, B6930-2 


Network Support Processor Memory, 
32KB, B6369-1 


Disk Controller, B9387-44, 
including Exchanges 
SN 142295666 


0 16,425 


STER. cope | UNIT PRICE | 5.8, CODE | S-A-C 
QUANTITY COND, CODE] QUANTITY 
STER. CODE S-A-C 
QUANTITY conp. cove | QuaNTITY 
STER. CODE S-a-c 
QUANTITY _ "TCOND. CODE | QUANTITY — 
STER, CODE B-A=€ 
QUANTITY COND. CODE QUANTITY 
STER. CODE . #8. CODE 5-A-C 
COND. CODE | QUANTITY 
STER. CODE UNIT PRICE S-A-€ 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional uee, special security considerations, etc.) 


DATE 


RECEIVING OFFICER 


INSPECTEO BY 


DISPOBITION APPROVES — 80/88 


RECEIVED By Approved For Release 2005/08/16 : CIA-RDP90-00992R000100100017-2 


FORM «eas USE PARVIOUS 


Internal Burroughs 


All items in new condition System ID: EMP=-2 


DEPOT — CLASSIFICATION REPAIR AND DISPOSAL SECTION 


EXCEP TIONS ANO/OR. REMARKS 


‘ TECHNICAL INSPECTION 


SUPPLY MANAGEMENT BRANCH — DISPOSITION INSTRUCTIONS 


(CS ENTRY/TRANSFER DATA 


APPROVED FOR DISPOSAL 


CHIEF, BUPPLY OIVIBION, OL 


(t) 


‘ =! : Lioorovecd.Eok:: Rbloase-2005/08 ~ClLA.RPDROO 00992R008 no1000s Age w ot 2. 


+ HEADQUARTERS: PROPERTY: TURNAN’ DOOUMENT: ee 


. } fo Rae a f 
AESPONSIBLE OFFICER. APPROVING OFFICER (If required) OFFICE a CcosT CENTER 
: 


NOTE: SPECIAL INSTRUCTIONS - PICK-UP DATA 


OOM NUMBER ANT: BUTt DING 
' Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan"’ 


Pat Seeaethtd al a fields, TO Rams Aye eet Se et A 


3. Provide necessary information in remarks section below to insure safe PERSON TO CONTACT TEL EPHONE 
handling and economical disposition of all items. 


TO BE COMPLETED DEPOT/SMB 


STOCK NUMGER NOMENCLATURE 


8Y TURN-IN OFFICE ACTION 
are: Se QUANTITY UNIT COND. CODE QUANTITY ~ 
DataBank, B9494-44, 1608MB 
Liss EA 
STER. CODE UNIT PRICE S.8. CODE S-A-C 


QUANTITY 42243 ~~ T"COND. CODE ‘QUANTITY 


| Disk Data Link Processor, i 


| 


B6304-90, (ICcCc I/F) 1 EA 
‘steam. cope | unit PRICE | S$... CODE RAC 
_ a ; . eae: ee eee 0 | 1 -s e 
‘ 7 4 QUANTITY UNIT COND. CODE QUANTITY 
Terminal Display, MT983, with 
Alpha Keyboard, TP110 oy 
STER. CODE | UNIT PRICE S-a-c 
see Se ee ees OE eee, Wie Setloter elie ea) 1,496 
1 QUANTITY UNIT COND. CODE QUANTITY 
//LAST ITEM// STER. CODE UNET PRICE S-4-C 
per. RN og ge NG ee : ne ae FT quantity of unit COND. CODE | QUANTITY 
STER. CODE UNIT PRICE S-A-C 
: Tt has been determin d that ADP quantity [unit CONDE COOE. QUANTLTN 
as items uld/be declared | 
excess | STER. CODE, UNIT PRICE S+A-C 
| 
as] (ia : quantity | unit | como. coor | quantity 
| 


u STER. COOE UNIT PRICE (ea S-A-C 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, special security considerations, etc.) 


DEPOT. — CLASSIFICATION REPAIR AND DISPOSAL SECTION = 
|&X CEP TIONS ANO/OR- REMARKS 


‘RECEIVING OFFICER 


i 
i 
fl 
{ 


TECHNICAL INSPECTION 


“ATE INSPECTED BY 


eye Goeses sen * SUPPLY! MANAGEMENT BRANCH! — DISPOSITION INSTRUC TIONS SAE Oo a 


‘APPROVED FOR DISPOSAL 


OBISPO SLTION APPROVED: = 8D/OmMB. 1CS EN-TRY/ TRANSFER: GATA 
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ROUTING AND RECORD SHEET 


SUBJECT: (Optional) 
Disposition of Excess SAFE Burroughs ADP Equipment 


| FROM: - EXTENSION | NO. Seo ge a : 
Se cor-#3-817 ae 
AFE Contracting Officer Lg eames eee 


DATE ray, a 
Bie 1983 
TO: (Officer designation, room. number, and DATE 


building) OFFICER'S COMMENTS (Number each comment to show from whom 
(INITIALS to whom. Draw a line across column after each comment.} 


RECEIVED | FORWARDED 


Phas | Re OF, STAT 
4 


’ Chief, Management Staff, 


ODP FOR APPROVAL TO EXCESS ADP 


2. Chief, ADPSEB/PD/OL 


3 re FOR YOUR ACTION 
’ Chief, SMB/SD/OL 
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